MADAME  SANS-GENE,  ETC
Laurence Irving showed an altogether praiseworthy determination to abstain from the introduction of irrelevant material for the purpose of lessening the strain and stress of his tragic play. The part of the Empress Catherine was relatively an unimportant one, and gave Miss Terry very little chance of ^displaying her skill. It goes without saying that she made the most of the opportunities which were afforded her. It was her misfortune, and not her fault, that her performance will not take an important place among the impersonations by which she will be remembered by generations of playgoers who will never see her.
If Miss Terry had little to do in Mr. Laurence Irving's " Peter the Great," she had still less in " The Medicine Man," by H. D. Traill and Robert Kitchens, which was produced on the 4th of May last. Any actress of ordinary intelligence and experience could have done all that was necessary in the part of Sylvia Wynford, and for this reason Ellen Terry was 251